SECRET 


26 February 1951 


MEMORANDUM FOR: STAFF Il/MD 

SUBJECT: Medical Gear Packs for project PBCRUBT. 


1. It is requested that thirty (30) medical gear packs as developed 

by f be made available for shipment to Munich via air on or before 

1 April 1951. A memorandum is being sent to Procurement Division re- 
questing the acquisition of these medical gear packs. 

2. All charges for material requested, inclusive of procurement, 
packaging, and shipment charges, will accrue to project PBCHHET. 

3. The Case Officer for project FBCRUET is 

Room 2011K, extension 3093. It is requested that an itmeized li§t of the 
material contained In the medical gear packs be forwarded to the above 
officer. 
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